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Message Text 

UNCLASSIFIED 

PAGE 01 SEOUL 05046 171237Z 
ACTION OES-07 

INFO OCT-01 EA-09 ISO-OO PM-04 ACDA-10 NRC-07 CIAE-00 
INR-07 IO-14 L-03 NSAE-00 NSC-05 EB-07 FEAE-00 
DODE-OO SS-15 SP-02 /091 W 

171241Z 112715/53 

P R 170643Z JUN 77 
FM AMEMBASSY SEOUL 
TO SECSTATE WASHDC PRIORITY 4555 
USERDA WASHDC PRIORITY 
USERDA GERMANTOWN PRIORITY 
INFO AMEMBASSY TOKYO 

UNCLAS SEOUL 5046 

TOKYO FOR HENOCH 

E.O. 11652: NA 
TAGS: TECH, KS 

SUBJECT: KOREA ATOMIC ENERGY PHYSICAL SECURITY REVIEW 
REFS: A) STATE 137956; B) SEOUL 4868 

1 . REFTEL A JULY 14-15 VISIT DATES CONFLICT WITH 

MEETING DATES OF US-ROK JOINT STANDING COMMITTEE ON NUCLEAR 
AND OTHER ENERGY TECHNOLOGY MATTERS. ROK MINISTRY OF 
SCIENCE AND TECHNOLOGY OFFICIALS WHOSE ATTENDANCE REQUIRED 
AT BOTH MEETINGS REQUEST CHANGE OF VISIT DATES BE CONSIDERED. 

JULY 1 1 -12 OR LATER PART OF WEEK OF JULY 18 SUITABLE. 

2. TRIP TO KO-RI UNIT 1 NUCLEAR POWER PLANT IS WELCOMED 

BY KOREA ELECTRIC CO. AND MINISTRY OF SCIENCE AND TECHNOLOGY. 

3. SEE REFTEL B FOR KO-RI UNIT 1 STATUS. 

SNEIDER 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PHYSICAL SECURITY, NUCLEAR SAFEGUARDS, STUDIES, VISITS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 17-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SEOUL05046 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770216-1203 
Format: TEL 
From: SEOUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770645/aaaabnel.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 28fafb7a-c288-dd11-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 137956, 77 SEOUL 4868 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 23-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2111470 
Secure: OPEN 
Status: NATIVE 

Subject: KOREA ATOMIC ENERGY PHYSICAL SECURITY REVIEW 
TAGS: TECH, KS 
To: STATE ERDA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/28fafb7a-c288-dd1 1-92da-001cc4696bcc 
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